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PART III 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. C7/16490/2013/MCT. 24th August 2013. 

Sealed competitive tenders in the prescribed form are invited for the supply of Cleaning Items required for the 
Various Departments (Medical College Hospital, SAT Hospital and MCT) of Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender number and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from this office on working hours till 3.30 p. m. 

Tender No.—152/2013. 

Cost of tender form (Sales Tax inclusive): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form—7-10-2013, 3.30 p. m. 

Last date and time of receipt of tender form—8-10-2013, 2.30 p. m. 

Opening date and time of tender—8-10-2013, 3 p. m. 

Tender forms will be sent through post if required provided due amount with sufficient postage charge (? 50) is 
sent by way of Money Order in favour of the Principal, Medical College, Thiruvananthapuram, Kerala State, Pin-695 Oil. 
Money Order should reach this office on or before 24-9-2013. No other forms of remittance will be accepted. 










(OTlojdjaoamnjjao siacuilcMRsS <2<ft>oe§gsl6>£i ailailu) cujlryo^gjafflagjcftglcsejcss) rare; cucra^ mooes rfblailocd 6 ing)goai) (lilcroosmo 
cdIcd cnlcraulffl) enooo rareilca 3 mjearu^j acS'^ejocrujtfeaS <aiiisTDl^|j6)ca)0ggjfmj. aai^ejo croj <ft>c /3 a( 3 ^ejocru 
cncrueoosjcftijsl ailaailra) (mlaanmlceojffljaii uu 1 a 3 ai) 1 < 2 ; |oa 3 , 6 imcujlce 6 ira 3 cscaocsgs, cm 1 fflj(uaoamnjjfflo -695 on n<j)aii aileiocniraralraS 
a®«5rml^jla1ec9S)6TTe«5)06rn. 

3 ( 3 d£joanj cnam(3— 152 / 2013 . 

3(3deiocru QaDooratmlsKi^ aflei (socfcom gc/36io_|6is): 
rarecruroS—? 1,050. 

cro ’ 

C/DOTo_|c 9 D( 3 a_j-^ 525 . 

[ 3 < 8 < 1 £J 0 <TU GciOOOo OjloScSSIjaT) ( 3 Td(U<TUOOO ©llcmraitojo (TUacmfUJo- 7 - 10 - 2013 , 3.30 2 ) 61101 . 

3 ( 3 <iejoam csanooo ainlc&ralcseijaii rarecuauoai railasroilocsjo aumooxiijo—8-10-2013, 2.30 m 6 rril. 
r 3 ( 3 <i£jo<Ti) roijocssijom rodasrailocsjo cruiacceajjo—8-10-2013, 3 E 6 m 1 . 

ea£ioo63i3C(3 raioJoeilraS e<u6ngaj(3 (mBastrs^jtmcnlaijtsaieris (mjc&> (? 50) rareujlc&>mo<32)1 (3iacD)(ii)(ScSS)6n3(mo6rn. acS^eiocru 
(Stiooo «5irol6)n3 ailei 63 0aO°l cru1ra3 eaiolego m6ir>1 <2<r»0(3cu)(3 rara>cs w o ai)i1<a> ol cesij cm raio 6no. rare eio 6>«s) asjgg n£)£i3 
(3re(2nJ cMd cftgjo cnlffl 01)1 (fl6)J cro 85)0 6TT). <2o£)0 O <2(510)0 6)S0o_|o nJ L®1 63B(2gO 2) <2 O 6) «5) ©il El J o (2 (U) 0 <ft> J 612) 0$ J (ft (2 g 0 

rare w w casto o3 rai^oi tre^, 6)^ §j 6)<ft,o srej ggsnjo emraSoil eiornio oi^csrai m eio rare) raij moo® E6m1 <2<i»0(3cu) oj dftc/3 oolra odI set] 
ore ra>o 6rn. m6rn1 <scr»0(3cu) oj tftcdoupl Unoo o 63i3(/3 rare; rai era ^ 6i n_| §j 6icfto 6ir3jgg rare e nj *ji <&, o3 goro 63 o are 1 crul ra3 
24-9-2013-01 2)JCl3nJ dftl §1 CD)1 fill <06)61110. (3)02)01)1^12 cft.1§J0T) ffl 611)1 (2 (52) 0(3 (11) 02 oft «3 ml (3 01)1(06)201) (310 611). <3(3<i£1001) eoDOOo 

ffl6i<ft>aoooo3 niosleiorareiraijo fflra1c06ira3 rarest ra> 2 (ft railral^ cftilgjoiiraijmej. raiomoiil^p oft1§2tn) a(3^eiooDjca>c^ (moeiraiooj 
teioraemojcreoeijo 0Di1tft.®l<s6)20iiraiei. (ft^rairaS ailai®63i3o3 in-inii«)i®1 (3lajoi)6ai3g1ra8 gra rarejaoloijlraS oilcmjo eie1<fl6)joTi®)06ni. 

List of Cleaning Items 


SI, No. 

Item 

Specification 

MCH 

SATH 

M C Office 

Total 

1 

Toilet Soap 

150 gm. 

15000 Nos. 

6000 Nos. 

1500 Nos. 

22500 Nos. 

2 

Washing Soap 

150 gm. 

12000 Nos. 

5000 Nos. 

1500 Nos. 

18500 Nos. 

3 

Washing Powder 

Pkt. 

500 gm. 

1000 Kg. 

500 Kg. 

500 Kg. 

2000 Kg. 

4 

Cleaning Powder 

Pkt. 

1 Kg. 

2000 Kg. 

1000 Kg. 

500 Kg. 

3500 Kg. 

5 

Bleaching Powder 

Pkt. 

500 gm. 



250 Kg. 

250 Kg. 


Tender Schedule 


1. The period for which the rates to be in firm—One year. 

2. The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and for free delivery 
at the department concerned. 

3. Advance payments conditions will not be considered. 

4. Tender forms are neither transferable nor the cost of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated pamphlet (whereever necessary) neatly typed. Manuscripts 
should be avoided as far as possible. 

6. Tenders should be accompanied with a formal agreement executed in ? 100 Kerala non judicial stamp paper together 
with required sum of Earnest Money Deposits. 

7. Earnest Money Deposits (one percentage) of the total cost of the articles quoted for can be remitted by way of 
crossed Demand Drafts drawn in favour of the Principal, Medical College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 
relevant certificate along with their tenders. 





9. Tenders unsealed, unsigned or submitted without superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money Deposit will not be entertained. 

11. Belated tenders will not be considered under any circumstances. 

12. For Medicines, Surgicals and Materials, Samples should be submitted along with the tender. Tenders without 
samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal address of the tenderers witnesses where ever necessary. 

14. The undersigned reserves the right to reject any tender wholly or partially without any prior information 
to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the finn offering lowest price whose specification confinn to the requirements 
in the tender notification. 

17. Tender will be opened in the presence of each of the tenderers or his authorized representative who may present 
at the time. 

18. More details can be had from this office on working hours. 


( 2 ) 

No. C7/19101/2013/MCT. 24th August 2013. 

Sealed competitive tenders in the prescribed forms are invited for the supply of Miscellaneous Items required for 
the Various Departments, (Medical College Hospital, SAT Hospital and MCT) of Medical College, Thiruvananthapuram. 

Tender should be superscribed as tender numbered and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from this office on working hours till 3.30 p. m. 

Tender No.—153/2013. 

Cost of tender form (inclusive Sales Tax): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form—7-10-2013, 3.30 p. m. 

Last date and time of receipt of tender—8-10-2013, 2.30 p. m. 

Opening date and time of tender—8-10-2013, 3 p. m. 

Tender form will be sent through post if required provided due amount with sufficient postage charge (? 50) is sent 
by way of Money Order in favour of the Principal, Medical College, Thiruvananthapuram, Kerala State, Pin-695 Oil. 
Money Order should reach this office on or before 24-9-2013. No other forms of remittance will be accepted. 

tmlojojmaraiajjfflo omonlcSsiraS CcftiOCBgssIfflej ailculu) cu)1n_|0(3§j6)2Kigjoa.g1csejc9Q (n(j)aru. n®. ol, o<j)o. mil. a(j).Tj., 

n£)o. crol. ol.) csrejcuua^aocQ) alcrueejODlcoxTu 6ia®go(TU ailraxasroo eiujtgjcmtrolcn crilasultw csanoorarrolraiS odneiocrujtaaa 

<ftai6mlijj6)tft)Oggjamj. Gc3^e)0<T\)3<a>a3 3(3<^eiocn5 cncnieoosjc&^sl cnluailra) oilcojdnlceffljffljcinj udladm/l^oc/S, (mlffljcuciDamnjjrao 
oacuiltSSKoS <2cft>0(8gs3, «n1rajajcncTOnjjao-695 on n^cro aileiocrurannlraS ti^rari5)1^1ffl1csc0ffl6near)O6nD. 

Gdi^eiocm cncmd— 153 / 2013 . 

(3t8<i£iocn) ennoorarrolfflag nilei (soc&cro gu36)n_|6)s): 
rarecroroS—? 1 , 050 . 

CTO ’ 

C/DCDlo_Jc0DC3ri_|-^ 525. 

Gd^ejocru eaoooo Qilro3c9S)jcm rareaicroocn raflcnxrolcnrjo cmaaixiijo— 7 - 10 - 2013 , 3.30 2>6ml 
od^ejocru <Tui°lc9>ffllc8S)jaT) careaiaDocn o/totrolcffijo rruacnKiijo— 8 - 10 - 2013 , 2.30 216 ml. 

GdS^eiocro ©ijocoeijcm OT/tocritojo cruadDOijo—8-10-2013, 3 216 ml. 

G(3<^eiO(TU Ga£30063l3C/5 RSInJOeilfllS 601613301(3 (3T3(!C»<S2)c06)JCm«»1cn2G(lJ6ri§ R5)J<ft> (? 50) CfflOCJDltfe 210(33)1 (3rd CD) cm Gd36) 6133 R» 06173. 

Gd^eiocru Gci00oraK5il6>o$ oilei aonnlcmlraS GcnffllG§o 216 ml goq>oc3cu)c3 cot^goto cmj1<ft)ffllc06)jcm«no6m. raraei06Kro<s2)jgg a®eio 
(3TaGnJc9iiicft>gjo m1amilcS6)j(mRr)06m. GnnooGcormosisoajo mjLGoJLtwssGcgo 2)Gg6)R«8a>lei2o GOJDOt&^je^qijjc&Ggo 


( 3 ra<s 2 )cd)c 0 ffloa 3 caTajcuc/D^anjgjfflcaiOsngjggfmjo earaSculejocruo 00,0985)21 ep an® an j2)0<r» 2 ) 6 n) 1 <scx 2 )oc 3 cu)ojc 9 >c /3 cr) 1 s>a 7 ) 1 c 06 )j 

01085)06171. 2) 6T7)1 (5 32)0(3(73) OJ ca>C/3ajtf>1 CB n£) 0 O 63T3 C/3 (319) OJ OD J, 6) n_| § J 6) eft 0 617§ J gg C3T8 (5 nJ c9fl) cft> C/3 g)7) 63 0 raO 1 07)1 (03 

24-9-2013-<7)J2)ja3ciJ cft>1 §132)1 8)1 c96) 6T7) o. 85)0 2) CTUliJJ c9>1§JC77) 2)617)1 (5(52)0(301) OJ c&>(/3 (Plffl <77)1 c06)J (77) (TOO 60) . r3(3™£JO<77) CBnOOOo 
6)6)c&>2)OOOa3 oJ 0 si ej 08513)85) Jo 638)1 c 96)853 (313SiJ 81)Jca> 85)18)1 ^JJ c9)1§ja7)(roj2)ej. 85)02)07)lijJ <ft)l§J07) 3^>^ej007)Jcft)C(3 CS2)O085)O8)J 
cft>08)6ri)<UC/D0ejJo OTljlc&ail^JODaTiej. tft.JSJ85)853 ailnj8)63I3a3 t,oJ(U^851t5)1 ral(U07)63Bgl8S3 ^7) Old)o£)107)18)3 0)l07)Jo eje1<S6)J07)85)0617). 

List of Miscellaneous Items 


SI. No. 

Items 

MCH 

SATH 

M C Office 

Total 

1 

Mopping Cloth 

6000 Nos. 


300 Nos. 

6300 Nos. 

2 

Mopping Stick 

100 Nos. 


15 Nos. 

115 Nos. 

3 

Razor Blade 

20000 Nos. 

4000 Nos. 


24000 Nos. 

4 

Shaving Set 

50 Nos. 



50 Nos. 

5 

Brooms (Coconut Palm) 

2000 Nos. 

1000 Nos. 

300 Nos. 

3300 Nos. 

6 

Grass Brooms (Plastic Handle) 

200 Nos. 

40 Nos. 

50 Nos. 

290 Nos. 

7 

Cob-Veb Capture (Plastic) 

200 Nos. 

250 Nos. 

50 Nos. 

500 Nos. 

8 

Floor Brush 

500 Nos. 


100 Nos. 

600 Nos. 

9 

Nail Brush 

500 Nos. 



500 Nos. 

10 

Brush for Cleaning Wash Basin 



50 Nos. 

50 Nos. 

11 

Bottle Brush 



50 Nos. 

50 Nos. 

12 

Toilet Brush 



100 Nos. 

100 Nos. 

13 

Plastic Mug 


500 Nos. 

50 Nos. 

550 Nos. 

14 

Plastic Bucket (10 Lr.) 


100 Nos. 


100 Nos. 

15 

Plastic Bucket (15 Lr.) 


100 Nos. 


100 Nos. 

16 

Plastic Bucket (20 Lr.) 


100 Nos. 


100 Nos. 

17 

Plastic Basin 


100 Nos. 


100 Nos. 

18 

Plastic Bucket with Lid 

30 Lr. Green 

50 Nos. 



50 Nos. 

19 

Plastic Bucket with Lid 

30 Lr. Red 

50 Nos. 



50 Nos. 

20 

Plastic Bucket with Lid 

30 Lr. Yellow 

50 Nos. 



50 Nos. 

21 

Plastic Bucket with Lid 

30 Lr. White 

50 Nos. 



50 Nos. 

22 

Plastic Bucket with Lid 

30 Lr. Black 

50 Nos. 



50 Nos. 

23 

Plastic Bucket with Lid 

30 Lr. Blue 

50 Nos. 



50 Nos. 

24 

Chappal Size—6 


100 Pairs 


100 Pairs 

25 

Chappal Size—7 


300 Pairs 


300 Pairs 

26 

Chappal Size—8 


200 Pairs 


200 Pairs 





(3) 


No. C7/19102/2013/MCT. 24th August 2013. 

Sealed competitive tenders are invited for the supply 
of the following Items required for the various 
Department of Medical College, Thiruvananthapuram. 

Tender should be superscribed with tender number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—151/2013. 


SI. No. Name of Equipments Quantity 

Cleanning Items 

1 White Lotion 3250 Lr. 

2 Betadine—500 ml 20 Nos. 

3 Toilet Cleaning Solution—500 ml 500 Nos. 


Cost of tender form (VAT inclusive): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form— 

7- 10-2013, 3.30 p. m. 

Last date and time of receipt of tender form— 

8- 10-2013, 2.30 p. m. 

Opening date and time of tender—8-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 OIL Money Order should reach this office 
on or before 24-9-2013. No other forms of remittance will 
be accepted. 

RjilffljQjcncroinjjrao 61 a ojdIc 0 S)rs 3 (s<ft,oegssl6iej ciilailu) 

<ml<jpdS§26>magjc83g1cBejc8«) careicuuD^moas (5i06)<p oiocoqaD 
cn)ou)cn63T3o3 ajl«s)(36TDo ®ij(§)jcm«5)lcn oolaailca) csnCoorarrolroS 
ajiqrniy fl^<^eioai)jca>c^ cMd6rr)1^j6)caiOggjaT)j. 


Q<3‘‘>ej0(n) cnomc3— 151 / 2013 . 


[cft>2 gDO1(315)l6)0ij Gn_l(3 

O06TDO 

01(111(3 


<a>lcnlocn ctdou)(D63T3(/3 


i 6)6)Qib eei0oiio3 

o 

3250 eJIO(3 

0 

2 6TUlgOCUjla3 (500 a0o. a(j)(53.) 

20 r ‘® 6 srr° 

3 esocraeici cft/loilooo 6)cruo£i)n9da3 

O < 5 V) ® 

500 a£)6TT)o 
(500 a^)o. <i$)(58.) 


3(3<T£100nj G a£300(515)16) Cl3 Ollej (S0<£b<TU g(/36)oJ6>S) : 
rairacro(53—? 1,050. 

am ’ 


(/Dffl1oJcft>(3aj-? 525. 

r3(3a£iocnj Gaoooo aj1(33c9S)jcm (3180101)000 (3)l<n)(5)1(n)jo 
ODacffiOJJo 7-10-2013, 3.30 26ID1. 

BdS^eionu anilcft. ol cosijcm raraojaruooo (3)1cr» oiIccdjo 
ai)12)CQ)OJJo-8-10-2013, 2.30 26Dll. 

(3(3<i£10ai) (3)JO<S6)J(ll) (5)3(01 (OlIcQl^o ai)2KOiaiJo-8-10-2013, 

3 261D1. 

3(3<^eioai) eaoooo oilrajaiaoasinjjoo 6)2cu)l<e6)(53 GcSioegs 
(oja3aDlo_pgl6)(l3 630a£l1aDl(33ool(mjo (oJOl^tSTO)! al(U01)63Bg1(53 
6)6)aicft)j(sano(ao 3.30 26 id 1 016)0 eie^ao6rn. (5 )oJ0(5320(3c0o 

3(3nei0O1) (SnOOOo (318) (U 03 ^12 2 gg (11 (3 Q nC 0 O (313)16) 0^ 
(uleieoaosisoojo ? 100 (3i8uilcft>o Go_k 3(515) (rairuoraS ojo(3ki) 
2 611)1 (2 (Q) 0 (3 (U) O 0 (0)1 (.oJIckSodIoJOuS, 6) 2 (U)l c96) (38 <S <ft> 0 G g SS , 
(3)1(DJ(1100O3)nJ2(ao-695 Oil n0(1D (ill&10CTD(313)1(53 (318(5oJdMdlCBc06>6ng 
(3)06nd. 26mlQ(0)0(3cu)02ca>o3 24-9-2013-ai a j on a toil gon 

sonDlcrulraS ejel^jlra1(S6)6mo. (5)oJ0(5320(3c0o rarajdios^fflqjsjanonKS 

261T)1(B(O)0(3ajD(3 2 2 6LI 005)1(30 20(.(5)G2 oJ61Do (318(01 W <BQ 0Cl3 
oJOSJggJ. GnD0O(B(513)06>S0o ; |o ajCBnJCOlSBBCgO 2eg6)(3)ffi/leiJo 

eouocej^jeiao^jcfticsgo raiatoxdicesiooS areioicro c6)njS26)<ft>06ngiaa(3)2o 
(S2(33ojlejooi)(ii2o 3(3<^eioou oiodojo on, <9(5)2 oral eoeufflnjsj 

(3i3)0(3i3K3)jo 0)0201)1^12 £Je1<66>2(m<5)220(n> 26m1eco)0(3cu)O2cft>u3 
OOlfflODl<eS)2CnOC3)06rn. <9>2S2(5)(53 0jl01(36SB(/3 (pj 01,2 (513)1 <31(11(11)6313 
g1(38 gDO (318)tiDl01)1(33 OOlOT)2o £1g!€06)2011(5)06111. 


Tender Schedule 


1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and for free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 









10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full Postal 
address of the tenderers and witneses wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the Tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification conforms to the 
requirements in the Tender Notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at that time. 

18. More details can be had from this office on 
working hours. 

( 4 ) 

No. C5/13811/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of Consumables required for the 
Various Departments of CVTS, Medical College, 
Thiruvananthapuram. 

Tender should be superscribed with tender numbers 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 


SI. No. 

Tender No. 

1 

169/2013 

2 

170/2013 

3 

171/2013 

4 

172/2013 

5 

173/2013 


Cost of tender form (inclusive Sales Tax): 


Original—? 1,050 for SI. Nos. 1, 3, 4, 5; ? 840 
for SI. No. 2. 

Duplicate—? 525 for SI. Nos. 1, 3, 4, 5; 
? 420 for SI. No. 2. 

Last date and time for sale of tender form— 
3-10-2013, 3 p. m. 


Last date and time of receipt of tender form— 
4-10-2013, 2.30 p. m. 

Opening date and time of tender—4-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 100) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 23-9-2013. No other forms of remittance will 
be accepted. 

85)1fflj(ucnrw)rujao 6i2i(uilc96i(53 Gca>3(Bgssl6iej c&odiajDlecQio 
6)(mooocrulcft cnxSssol oileocnRsiffiTIcsejcM o0>6nd(my2i6Tn1u3cni 
<n1®)ffl6TT)o 6) iij cg> i cm tmlrn (3c3<^jocrujca>o3 

c9i3d6rnl^|js)<ft,ogsjanDj. 3(3<Teiorrujcft.u3 3(3^eioau cnaiicsfflosjcftijsl 
ml<mfl(3i ffnltnxmlceffljffljmj (.MIa3cniln_|oa3, fflacuilcesiraS e<ft>0(Bgs3, 
«j)1ojaimamnjjfflo-695 on n(j)am oileiomxoioilraiS c^(oi5il^jl(3l(Sc06i 


6n?(0)06TT). 

cd cm (5 

(3(3d>£ioanj mmj(3 

i 

169/2013 

2 

170/2013 

3 

171/2013 

4 

172/2013 

5 

173/2013 


GRSaeiocri) eaDooRsrrolfflag oil&i (soc&cru gu36)n_|ffls): 

rareqroraS —(cft>2)mmj(3 i, 3, 4, 5 gDOKSM® ? 1 , 050 , 
(.c&acnaiKS 2-ab ? 840. 

aSffllnJcftiCBijj-(.<£>2)00011(3 1, 3, 4, 5 SDQlQQi'.flS) 

? 525, (diamonds 2-oi ? 420 . 

G( 3 neioaru (janooo ailKsScBSijano rareoiauom sdIooxotIcd^o 
crufflcrsaijo— 3 - 10 - 2013 , 3 fflarrfl. 

3 (8 <iei o ani orui1<a>olcsajcno raraoiouom tin 1<s»(Oilaujo 
au 2 icQ)(U 2 o— 4 - 10 - 2013 , 2.30 216 ml. 

( 3 c 3 a£ioonj raijocoeijcm ajilcoxoilcnijo avraasaijo— 4 - 10 - 2013 , 
3 2 i 6 ml 

Qa£ioo63i3o3 rainJoeilraS csoi6ng<u(3 raraasc&flffljcmcOTlmjGaisns 
(? 100 ) (3iaail<e>2iocQ>l (3Td(i»(mQc06)6nB(roo6rn. o(8<^ejoanj 
Q nC 00(015)16) ($ Ojlfii 630nT)l OUloS CBODffl1(S§0 2)6TT>1 G(S)0(3(U1(3 
rare)CS(ffio cruilcfti (ol cosij am 010 6rn. ora eio 6i(5i coijgg a®eio 
raraenjtftadcfegjo m1<3arulc96ij(m(3i0 6m. eaoooQOTrmosisonjo 
2)J(.3nJL(016313CSg0 2)CSg61(518a>l£1Jo (BOJUO<ft.^6)2)(l^J(fti(SgO (319<S2XB)c96)Oa3 

(319)0103^, sinjgjeic&osnsjggtoijo a 21(38 oil eio cm o oj^<e( 3 i 2 )ejo 
(3i3i (5i 3 2 ) 000 ) 216 ml <3080(3 (ui oj <a>(/8 ml (3 crol <06) i am an o 6m . 
2)6m1(S(I»O^CU)Ojcft)C(3aJS , l Ga£)0O63BC/3 (319)0103 (. 61 rqsi61c9306ng)33 
(319(BrU cMd cft>o3 gDm 63 0 a£) 1 (Till (53 2 3 - 9 - 20 1 3 - 01 21ja3aJ 
c0>1 §1 (0)1 (3l c961 6m o. (OlOOKniliJj ca>l§JOT) 2)6ml(BCQ)0(3cU)OJcft)a3 
ml® mil c96ij mo (310 em". G(3d>eiooru Qnnooo 6 i 6 i<ft> 2 io ooa3 

aJ0Slei0(3131(3)Jo 63(3ltS6)(38 (3I9S^J (31Jca> (Ollffll^JJ <ft>l§J(m(31J2)ei. 

(3i02imilijj <ft>1§jcm 3(3<^eioanijcS3o3 wosxmoa] tOjOfflemoiaDoeijo 
aniilcft. o1 cS6ij mo an ei. .aqsjtoxoS oi1ojo6bbo 3 (.ruoi^oroil 
3loimi63i3g1(33 gom (3i9)ciolcnjl(53 mlamjo eie1<fl6ij(m(3i06m. 








List of Items 


C2/13811 (5)/2013/MCT Tender No. 173/2013 


C2/13811 (1)/2013/MCT Tender No. 169/2013 

1. Linear Cutter with Directional Stapling 

Technolgy with adjustable left and right firing 
knob, with integrated Gap control technology in 
80mm GIA instruments—10 Nos. 

2. Reloads for 80mm GIA instruments with 
Directional Stapling Technology with the cutting 
knife incorporated in the reloads itself—60 Nos. 

C2/13811 (2)/2013/MCT Tender No. 170/2013 

1. Linear Cutter with Directional Stapling 

Technolgy with adjustable left and right firing 
knob, with integrated Gap control technology in 
60mm GIA instruments—10 Nos. 

2. Reloads for 60mm GIA instruments with 
Directional Stapling Technology with the cutting 
knife incorporated in the reloads itself—60 Nos. 

C2/13811 (3)/2013/MCT Tender No. 171/2013 

1. Synthetic Hydrogen Sealant (PEglycol + HCL + 
Na Po4)—2 ml Kit—10 Kits. 

2. Synthetic Hydrogen Sealant (PEglycol + HCL + 
Na Po4)—4 ml Kit—10 Kits. 

3. Hemostatic Matrix + Thrombin + Gelatin— 
5 ml Kit—10 Kits. 


C2/13811 (4)/2013/MCT Tender No. 172/2013 

1. Micro Vascular Scissors 



(a) 

Length 180mm (7") ring handle 
25 degree angled 

blade—2 Nos. 


(b) 

Length 180mm (7") ring handle 
45 degree angled 

blade—1 No. 


(c) 

Length 180mm (7") ring handle 
60 degree angled 

blade—1 No. 


(d) 

Length 180mm (7") ring handle 
125 degree angled 

blade—2 Nos. 

2. Diamond dust 

Micro forceps with round handle 


(a) 

Length 185mm, Platform tip 

s t r 

a 

i g h t 

2 Nos. 


(b) 

Length 185mm, Platform tip 

c u 

r 

v e d 

2 Nos. 


1. Diamond dust coated micro needle holders with 
flat and catch length 185mm, Suturesize 7/0 and 
Smaller—2 Nos. 

2. Castroviejo tungsten Carbide inserted jaw micro 
needle holder with catch with round handle 

Length 180mm 

0.2mm Pitch Serration 

Suture Size 6/0 7/0 —2 Nos. 

3. Non Tacematic Vessel Clips 
(Bull dog clamps) 

Curved closing force 50g—5 Nos. 

Curved closing force 80g —5 Nos. 
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No. C8/17365/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed proforma 
are invited for the purchase of the following Items 
required for the Professor and Head, 
Neurology Department Govt. Medical College Hospital, 
Thiruvananthapuram. 

Tender should be superscribed with tender number 
and addressed to the Principal, Government Medical 
College, Thiruvananthapuram, Pin-695 OIL Details can be 
had from this office on working hours till 3.30 p. m. 

Tender No.—164/2013. 

Details of items—Defibrillator—1 No. 

Cost of tender form (VAT inclusive): 

Original—? 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

8- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

9- 10-2013, 2.30 p. m. 

Opening date and time of tender—9-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 27-9-2013. 
No other forms of remittance will be accepted. 

(mlffljnjcnrrainjjrao 6)acu)1d3S)ra3 cic&ocsgEstoej cnyeoogesl 
ojd!o_|0 (3Guaorcil Geicesi' rarejcuuD^aocQ) «s)os>s> njocffijono 
00)0(1)0063308 ajl(3)ffl6TT)o 6>£dCg>20nQ«5)l(f) g»0g)8nj OUZOS 3 (11(81(38 
oolonojo oolaa/lcm Snoao oiotIksS aqtraaJij f3(3^ejocn)2<ft>o3 
cMd6TT)1iq36)<a>O33)0nD). 


3 ( 3 >^ejO(Tu cnamc 3 —164/2013. 

gnJca>06m85TOTloa3 GrU®-(U)la£nt.6TljleejOc3-1 a®6TTQo. 

3(3^ejoanj GanooranjitoniS ailei (sooebcru gc/36)<jjff>s): 

(31301X08-? 420. 

oro 

c/ 3 ffllnj<ft>c 8 ifj—? 210. 

scS^oau (SciDooo aflcoScSsijaT) raraajcruocn (OTlcracmloo^o 

CTDlZK’fflajJo-8-10-2013, 3 2)6101. 

scS^ejotTu arujlcft) ol ceajam mreaj auoco railcn) (Oilcmjo 
cruacoxujo— 9 - 10 - 2013 , 2.30 ei6ml. 

BsS^eiocru (mjOtMjoiT) (tnlcoxoitojo oimoqxujo— 9 - 10 - 2013 , 

3 2)6TOl 

3^<^eiocro (SaDooo OTilajajfnamajjao aacuilcsaaS ecft>3(8g83 
Lnjaacrulrijoglfflaa fflOaDlcnilaScnlcrnjo (.njtujanral Bl<uoo63r3gl<o3 
ffloaicftijGfmao 3.30 2 i 6 TT )1 ojoa eie^ 2 i 06 TO. (o>njo<o32)oc3<oo 
3c3^eiocru csnnooo arajnjca^ajggcu^ csnnoorairolaoig 
oileiecmoasonjo ? 50 oracblc&o c^RSorm (toinJoraS Diotiem) 
asm1cs(mo(3cujoo(n)1 L^l^rrulnjoc^, oaojoIcBoaS e<ft>ocBgs, 
a>lajrucr)(TOnJ2ao-695 011 a®cm ailejoaixoroilioS aracsnj<Siad1(Sc9S)6ns 
a> 06 rn. 2 ) 6 io 1 cscmoc 3 ajD 03 cft>u 3 27 - 9 - 2013 -cn 3 msmice® mjcmocon 
goo s3 0a£iT<Tu1a3 eje1ijla1c96)6mo. airdoaSao^coo 
{majdjcra^fflojsjarKiKa 2)6rrilecD)0(3cux3 mj&joamlao mocaxsa njsmo 
arecrscfficOfflonS ruosjgg], QoDooeaimoaso^o ajLBijjc^saBGgo 
acsoaaiailejjo GOJDOcOj^jfflma^jcftego (3i3oo><ii)ce6)oa3 arejajc/s^fflnjgj 

srejggaijo eaaScul aocrucnjo Bc3neio(Tu cnomajo 
an><fla>2)0c!c»1 csasua^jsjaaioarmaijo (oioaoiil^jj eielcsojamaijaom) 
m6rriletn)0(3cujO2cft>a3 crilacnilcKijcrnaiosm. <&>]SJ(3 )ks 3 <u1<ura63Ba3 
(.njni^aail slni cru 63B gla8 ego rarajani crulaS mlcrojo 
eje1<ss)janDa)06rn. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and for free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Governemnt Medical 
College, Thiruvananthapuram. 


8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the Tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the Tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
Tender wholly or partially without any prior 
information to the Tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirms 
to the requirements in the Tender Notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at that time. 

18. More details can be had from this office on 
working time. 

Technical Specifications 

1. Biphasic, Manual and AED with voice prompt, 
compact and light weight. 

2. Energy selection 5J to 200J in steps. 

3. Momentary energy selection access on front panel. 

4. Should have adult and paediatric paddles integrated 
on same handle. 

5. Momentary charge key on front panel and on the 
apex hand. 

6. Monitor should display selected and deliverd energy. 

7. Should have disarm facility. 

8. Energy should be delivered within 30ms after the 
detected R wave in synchronization mode. 

9. Charging time maximum 5 sec. for 200J. 

10. Should have battery back up for 50 discharges of 
200J. 

11. Should have ECG inputs through paddles or 3 lead 
cables. 


12. Should have display for selected ECG input source 
(I, II, III, paddles) 

13. Lead off message should appear with alert tone. 

14. Amplitued gain of ECG waveform should be 
adjustable. 

15. Should have display for heart rate. 

16. Should have alaram for high and low HR. 

17. Should have an inbuilt thermal recorder. 

18. Should have enable/disable option for printer. 

19. Should supply 2 bottle of jelly, 12 roll of thermal 
paper. 

20. Should supply three pairs of AED pads. 

21. Should operate on mains 230V, 50Hz. 

22. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB certificate/STQC S 
certificate or valid detailed electrical and functional 
safety test report from ERTL. Copy of the 
certificate/test report shall be produced along with 
the technical bid. 
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No. C8/17369/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following items 
required for the Professor and Head, Medical 
Gastroenterology Department, Government Medical 
College Hospital, Thiruvananthapuram. 

Tender should be superscribed tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—163/2013. 

Details of items—Hydrogen Breath Analyser—1 No. 
Cost of tender form (inclusive of VAT): 

Original—? 630. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

8- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

9- 10-2013, 2.30 p. m. 

Opening date and time of tender—9-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Govt. Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 27-9-2013. No other forms of remittance 
will be accepted. 


(wlffljajcncKDnjjoo fflacuilcBsiraS ecftiOCBgsjloej ff>acujl<flsxa3 
copcrueiso n^cijteoogssl cuilijjo^gjsiaaglej.flo rarejaiaa^aooQ) anew 
ojocffijam cruou)m63T3c/d (ulcmonno 6)nJcg>oa3 (DicxsSnJO^ffljgg 
ajfflloS oolomjo r3^<^ejorrujca.a3 cftad6m1^jjfflca>oggjcmj. 

3 ( 3 d£jocnj cnam(3— 163 / 2013 . 

goJ <ft> ffl 6TD (515l16)(1?j GnJffl ffl6)aD(.OJU S3(l3 (.sru°l®ro 

(313(T>6)61£l(nx3-1 0061130. 

[3(3d£joa\> csaooocarmlfflaij nilei socebcm go36io_|6>s: 
raremiraS—? 630. 

CTO 

U8ffl1oJcfti(3oj-? 315. 

radS^ejocru Gooooo culraScMjom rare tu (moan railcrarailcffijo 
(Tuacmmjo— 8 - 10 - 2013 , 3 oerril. 

[3(3aejo<Tu Gaoooo (Tuilc&ral^jcrn rareajcnxxn railtturailcciijo 

(Tuacoiajjo -9-10-2013, 2.30 a6ml. 

3(3aejooru oijotesijam «5)°ltn)0)ltn)jo cniacQxujo— 9 - 10 - 2013 , 
3 a6rril. 

f3c3<i£10CTU GciOOOo (WlfflJCljmamnJJfflo 61fflCUilc0S)RS8 Gcft>0eg83 
Loj1a3cn51o_pgl6i(i3 aoaolcrulRsSmlcmjo ip-iraiirainil fll<u<TU63i3g1ro3 
6i6)ajca>jGcmao 3.30 aswl ai6io eie^aoern. rainJoroSaotSwo 
ac3neiocru (Boreooo rarajaiaa^aqggaj^ (Boreoo(3i3>l6i(i3 
oileiGcsDosisoiTjo ? 50 rareaDl<&>o GoJtSrarai (raioJoraS oJ0(3ss) 
ffl6TT)lGQfflO(3cU)OOcn)1 (.oJlOlS (Till o_|0 C/3, 6) (2KU)1 <061(33 (SAOGga, 
«5ilraj(ucnamnJ20o-695 011 o^om aileiocnirarcnlraS raraGoJdMdIcscsei 
6 n§«j) 06 rh. m6m1ecr»o(3aoo2 ( ft,c/5 27 - 9 - 2013 -rn 3 ffl6nolcesi ajamocml 
egoo S3 0a£i3cru1c53 eje1ij1ffl1c0fi)6mo. (Biojoc532ioc3oio 
(fflrajcuas^fflrvisjcmaj^ ffl6rn1(Bcr!)0(3cui(3 mjsuoamloo aoLRJiGa nJ6rrio 

(fflOaSOfficefflOaS oJOSJgg], GtiOOOe85iro06)SOn_|o aj(.<3oJ(_(B16313GgO 
ffleofflOTiffi/leijo GOJDOcft.^jfflaa^jcftiGgo (mww<BQoa& rare)aic/3^6io_|§2 
6i(ft>o 6nejgg8j)jo earaScul eiocniaijo a^<^eio<ru cncmojo 
ai^oBctDiaocQjl (soeneiojsjraisioraisiraijo raxuacnilojj eielcssijcmroijaocn) 
m6m1et!C!)0(3cLDO2ca><A ai1fflrnilc9ffljaT)OT)06rn. cft^sjrairaS qj1qj(D63I3c/ 3 
LoJ(ll^(313l1 (3l Ol (Til 6313 gl (53 g3"D (313) oD °) (Till (53 mlcTOJo 
ejel<s6)janD (5)06rn. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 
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7. Earnest Money Deposit (One percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working hours. 

Specification of Hydrogen Breath Test H+ 

• The system should measures hydrogen in a 
single sample of alveolar air. 

• The system should be capable of measuring 
breath trace-gas studies. The system should be 
able to detect and correct for contamination of 
the sample with room air or dead space air 
during the collection procedure. 

• The system should have following features. 

• "One-touch" push-button calibration. 

• Zero controls. 

• Facilities for flow check and sample correction. 

• Solid-state sensors. 

• Results should be displayed in less than 50 
seconds. 


No. C8/17371/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following items 
required for the Professor and Head, Medical 
Gastroenterology Department, Government Medical 
College Hospital, Thiruvananthapuram. 

Tender should be superscribed tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—162/2013. 

Details of items—Endoscope Reprocessing Machine— 
1 No. 

Cost of tender fonn (inclusive of VAT): 

Original—? 1,050. 

Duplicate—? 525. 

Last date and time for sale of tender form— 

8- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

9- 10-2013, 2.30 p. m. 

Opening date and time of tender—9-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 27-9-2013. No 
other forms of remittance will be accepted. 

CfDlfflJCUaDCKDnJJfflo 612)CUilce6>RS3 GcaOCBgSSlfflej topcrueiso 
n<j)oijjGoogesl ajoliTjo^gjafflcigleejceffl (arajojus^ffloco) ®io6>s> 
nJOOTJCTO CTUOCD cn 63T3C/5 Qj1(TOffl6TOo 6)^1^1003 COlOCliSaJffl^ 
ajggdJolraS cnlcmjo Gdi'iejocTujcft.uS 

6)cft>099iaD). 

GcB^eiocru cncruc3— 162 / 2013 . 

gnj<ft>ffl6TT)«5Ki)l6xi^ Onjffl—a®o3(sajDO<Tue ( ft,Ooj olGtpjocrucnjloc/) 
oansArS —1 n(j)6rno. 

GcBaeiocru eanoorannlfflag ailei (socescru gaSnijjffls): 

(31801X03-? 1,050. 

cru ’ 

aao1nJcft)(3nj-? 525. 

ocSneiocru (jaoooo ail«j3c96)jao raraajcruocn fflilcoxoilcn^o 

CTUfflCffiQJJo-8-10-2013, 3 ffisml 

< 3 c 8 a£iocru cbodooo <TOi°l<ft,ffllc 0 S)janD raraairruom raftooilcnijo 
CTUamJQIJo-9-10-2013, 2.30 2)6101. 

3(3<i£ioa\> anjOc96)jao railcraarflOTjo cru 2 )(i»Qijo— 9 - 10 - 2013 , 
3 216 ml. 



[3c3<i£JO(ru (SnDOOo (WlOJQJOOamnJjfflo ffll2CUi1c9S)R53 (Scft>0eg83 
(.njaSomlnjoglfflaa 630aDlcnjlR^cnl(rnjo (nJan,rare>)l 3lojcro6SBg1«53 
ffloajcftijGfmfflo 3.30 a6rnl njoffl eje^moml. «5)nJO(n3ao^y)o 
3 c3^£joctu csnnooo rarajajcra^ajggcu^ (SnnoorarcolsHTg 
oilejcsssoDSOajo ? 50 (macDltfeo GujaSraroi (asinJoraS £ljo(8s) 
a6m1cBcr»0(3cu}O0cs»1 cruTqjoo3, 6>acu)1<ss>«53 e<ft.ocBgs, 

«»1fflj(U(n(TOnjj(ao-695 011 ng)cm ailejocnxmrolraS (OTdenJdMdkceasrrs 
<mo6W. a6rrilecmoc3ajDOjcft)a3 27 - 9 - 2013 -cn 3 asmlceffl ajcnjoc®! 
sDr> 6i 0 a£i 1 end oS ejelijiffliceosmo. «nojora3ao^coo 

{fflrajajas^fflnjsjarKiKS m6TT>l(8C!C!)0(3cux8 aj 6 uoam 1 (ao moiroxsa nJ 6 mo 
rairacnjcfficOffloaS ruosjgg], Gaflooeraiuwsisoajo ajiGn-iisnsanGSo 
acso 6 )®i®ilejjo GOJDOcOj^jfflaa^jcftego rareooxsxcefflocrcS cmajajc/a^fflnjgj 
6 i<ft,o 6 nejggra)jo earaScul ejocruaijo 3 c 3 ^ejocro cnauojo 
ai! l <fl«r>aom)l cBffl 6 U 6 i(jjsj« 5 rmoRST! 5 )(»jo asioacnjl^jj ejelcesijoTKmjaom) 
asTDlecmo^cujojtejaS OTlfflcnilcKijcrncmosm. cft.]sj«s)ra 8 ajlaja63Ba3 
si oj cru 63B gl 08 gg'D raraiaDl crulraS mlanjo 
eje1<flS)jcm«r)06rn. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any notice 
and free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the Tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. 

18. More details can be had from this office on 
working time. 

Specifications of Endoscope Reprocessor 

I It should have capacity for 8-9 liters of 
disinfectant. 

II it should be fully immersible. 

HI It should have digital display for cycle selection. 

IV It should have automatic functions selection for 
disinfectant and water cycle. 

V It should have soft touch keypad and selection as 
computer. 

VI It should be having printer for data storage of 
scope cleaning procedure with cycle duration. 

VII It should have time selection from 1-99 minutes for 
disinfectant cycle and water cycle. 

Vm It should have air flushing cycle which works after 
every disinfectant and water cycle. 

IX It should have vertical level sensor. 

X It should be compact size. 

XI It should have direct water inlet and inbuilt 
disinfectent tank. 

XII It should be compatible for Pentax and Olympus 
endoscopes. 
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No. C8/17374/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
Performa are invited for the purchase of the following items 
required for the Professor and Head, Anaesthesiology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. 

Tender should be superscribed as tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—168/2013. 

Details of items—Intermittent Pneumatic Compression 
System—2 Nos. 

Cost of tender form (inclusive VAT): 

Original—? 840. 

Duplicate—? 420. 

Last date and time for sale of tender form— 

7- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

8- 10-2013, 2.30 p. m. 

Opening date and time of tender—8-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 27-9-2013. 
No other fonn of remittance will be accepted. 

oj cn am rujoo ® m ai/1 <e®ra3 cBcfrocsg ssloej 
rareaDauGra^Gna^ogsl adlo_j0(3§j6)i2c^j<ft>g1eej ( es) rarejtucra^iaocs) 
(mo6)tf> ruocffijcm aruoceoo63Ba3 culcmosmo ff>aj<3g>oa3 raiorailojffl^ 
fflj gg <u ffllraSaflanjo ffljLBtUaj ra(3™eioarujtft.a3 
StcBiQSjQICm]. 

3 ( 3 (i£joanj ooaoj(3— 168 / 2013 . 

gnJc93ffl6TO(5Tt5)l6)a3 CSnJffl-gDC$(3lZ)lga3“ OD^fflOglcai c&>o[aJo9d05 

arulauo —2 ag)6mo. 

i3(3‘iejoari) eareoorarmlfflcrci aflej (sodEbau gu36ia_|6>s) : 
rareauro3—? 840. 

CTO 

C/8ffl1oJc9j(3aj-? 420. 

racS^ejoam CaDooo ailraScerajoro rareojODOOD railcmrailoffijo 
0mi2KD)(Ujo—7-10-2013, 3 m6ro1. 

3{3(ieioom csaoooo au/lcaralcMjcm rarecucruoa) (mlcoiratojo 
oruacmrujo— 8 - 10 - 2013 , 2.30 2 > 6 rrfl. 

H^nejocru 8S)jOc9S)janD rareaianoro ra/torailcmjo ouanmnijo— 
8-10-2013, 3 maml 


3 (3<^eioaru GaDooo (mlffljajODamnjjfflo aaajDl<ss>ra3 G<&>OGgs3 
(ojaSanilajoglraaij raoarelaulraSaDlanDjo (aims,®®! <3lajau63Bg1®S 
6 ) 0 cu<Sjj(sanDfflo 3.30 a6m1 curara eje^aosm. tmojoro3i20(3coo 
B(3(iejoaV Qanooo rarejcuus^mjggajdS Gareoorarmlfflci^ 
ailejCBofflOfflson-io ? 50 rareuilcao a^j<3carrj> (ra>ojora3 aJO(3sa) 

a6m1ecQ)o^ajDOO(S2)l (.ajIcKSorolajouS, 612 kijd1c 9SK33 Gcfcoeges, 

cmlrajcuooamnjjfflo-695 011 o^an ojlejoaruraimlraS rareGaJc&adlcBterasng 
(mo6rn. asmlcscQ)0(3ajjojcft.a3 27 - 9 - 2013-00 3 asmlooe ajanocnil 
goa) 63 0 ao 1 aulra 8 ej@1a/lra1cea6rr>o. raiaJoraSaotScno 
rarajaiaa^Oojsjanoajd a6ml(s<s2)oc3ojD(3 aijsuoamlfflo 120 iraxsffl aiano 
®TdCS2)(S»ceS)Oa3 aJOSJggJ. CSaJDOOeraTmOfflSOijJo fflj(.3o_|(.«»63r3eg0 
aGosxmsilejjo eanocft)^j6iffla3jo93C5go rare<s2)csi)cflS)oar5 rareiiuaa^aajg; 
6)>ft>o snsjggtmjo QfflRsSail eiomnujo 3(3>^ejoaru odoqjojo 
oj^c9(mi20CQ)1 easufflijjsjraTmocsKJKmjo cmomadl^ij ejelcOffljarKmjaoco) 
a6mlG(S2)oc3ajDOjca)C(3 oolomilcflsijarKroosrn. ce^sjeroraS oil 0106313 c/3 
(.nJcu^Rsiml b 1 oj oru 63B gl rs 3 go'D rare> are 1 crul ra3 cnlanjo 
ej@1c0ffljaTKmo6no. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 


12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered for 
selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers and witness where ever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications conforms 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives who 
may present at the time. 

18. More details can be had from this office on 
working hours. 

Specifications for Intermittent Pneumatic Compression 
System for DVT Prophylaxis 

THE COMPRESSION SYSTEM SHOULD HAVE 

> Provides Sequential, Gradient and circumferential 
compression around the ankle, calf and then the 
thigh. 

> Gradient compression in decreasing range of 
pressure from ankle to thigh. 

> Compression cycle frequency is to be dependent 
on Individual venous return. 

> Venous Return of individual patients should be 
sensed by compression system itself using the 
technique of air plethismography. 

> Provides Animated Alarm Resolution where 
animated icons communicate the cause of alarm 
and remedies for alarms. 

> Provide Improed durability with rating of IPX3 
which certifies stable power supply, limited liquid 
ingress and fully protected battery etc. 

> Controller should provide reduced noise by having 
vibration dampeners and soft overmolding. 

> Controller should have Graphic user Interface of 3.2 
inch colour LCD screen which provides larger icons 
for greater visibility. 

> Controller material should be compatible most of 
hospital grade cleaning agents. 


> Controller should have USB port make software 
updates to be easy. 

> Controller should have adjustable bedhook which 
attaches easily and securely to most footboards. 

> Choice of three styles like Knee Length, Thigh 
Length and Foot cuff. 

> Battery backup with Heavy duty battery which 
supplies power for 8 hours for uninterrupted 
compression. 

> Should have trouble shooting index in the device 
itself. 

> Sleeves should be comfortable and provide Dry, 
Cool, soft (DCS) technology to address patient 
discomfort. 

> System should accommodate single leg operation 
or both if needed. 

> Leg sleeves should have thin fibres of cool 
venting fabric to reduce itchniess. 

> Legs sleeves should have bladder geometry evenly 
distributes pressure across three bladders with 
minimal pressure points. 

> Leg sleeves should have Pillowcase design 
delivering an optimal level of flexibility and stretch 
allowing sleeve layers to glide freely among each 
other. 

> FDA/ISO/CE Mark Certified Quality product. 
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No. C8/17375/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the 
following items required for the Professor & Head, 
Anaesthesiology Department, Government Medical 
College, Hospital, Thiruvananthapuram. 

Tender should be superscribed tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—165/2013. 

Details of items —Fibre Optic Laryngoscope— 
10 Nos. 

Cost of Tender form (inclusive of VAT) : 

Original—? 420. 

Duplicate—? 210. 


Last date and time of sale of tender form—7-10-2013, 
3 p. m. 

Last date and time of receipt of tender form— 
8-10-2013, 2.30 p. m. 

Opening date and time of tender—8-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient Postage Charges 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 27-9-2013. No 
other form of remittance will be accepted. 

RDlojajcncrinojjfflo 6)acini ce6)ra8 (ScftiOGg ssloej 

rareaoanoeraxsnadpgssl cu)1<^0(3§j6)ac$1(s&cii)c86) rarejojcrayzocn) anosup 
ruotmjoD omou)m63Bu3 ailtmosmo 6)nj<sjon3 raiorainjauznsg 
airalroS ablcmjo ajiasioiiy BcS^eiocrujcfcc/S cMJsnbliqiOcfeoaaiorr)]. 

ra(3'^iocru <tktij(3— 165 / 2013 . 

g raj dD> (3 6m (515)16) ($ G nj CO 6) 6) (lD 6T1J (3 610 nJ Ol d3> 

ej0ffll(B63T30<TUCBca>0<Tj-10 n<j)6IT)o. 

Q^rieiOOnj (BoD 00(515)16)0$ <lilej : 

raraonraS ? 420. 

CTO 

O80loJcft)(3nJ-? 210. 

csaDooo ajlK58<e6)jcm raretucruocn rattoratojo crufflcoxujo— 

7- 10-2013, 3 0617)1. 

3(3^ejocrn csaoooo a7)/lca.®ld36)j<77) rareoionoao rafloffiratojo 

(TUfflCfflCUJo-8-10-2013, 2.30 0617)1. 

3c3<^eioonj eaoooo raijoceeijom railocsraitojo oruocsxujo— 

8- 10-2013, 3 0617)1. 

3(3aeiocru csnnooo cnloj oj cn am njjoo 6 )oojl> 1 006x38 

(ScOjoesg^ (.MlaSardlnjoglffla^ raonreloralraS mlanjo (.njai^djirol 

3lniau63i3g1c!53 6)6)dj<ft>jear)rao 3.30 06i7)1 ai6i® eje^ao6rn. 
RDnJoroS ooaicno 3(3<^eioaru Cnoooo rare><u ire 1 a 1 aa 01 (3 

<2 a£) 00(315)16)0$ Oil £J <2 (S2) 0 6) S 0 o_| o (? 5o) (3TdU)1ca>o <2n_l(3(515) 
((OTnJoroS ^odiess) a 6m1(s oo)o (3 cu)ooa3)1 (.oJIaScrul njoo8, 
0aojdlc96)(33 QcftiOGgs, cmlffljojmoOTnjjfflo -11 a^mo aileiocruraroilraS 

(313 (2 oJdOflll (2 006)6113(5)0617). O617)1<2<32)O(3cU)O2c0j(/3 27-9-2013, 

3 a6m1c90 ajamooon goo aonolarblraS eie1^|1®1c96)6mo. rainJoraS 
ao(3coo rarejoiaa^fflnjsjcmaKS O6 id1(2qq)0(3(ux 3 oj6)joa5)1®o aoLtoxsa 
nj6mo raraooiodiceffloaS rUosjggj.GaOOOGrairaoasoa-io ojt3oJt.(5)63i3(2go 
acsoreraiffldeijo <2ajDOc0> < ^6)or$jcfti(2go raraoo)OQ)<96),jaio(i3 rarajoiore^ 
0n_|§j0cft)O6n3jgg(O)jo caraSaileiocruaijo ocS^eiocri) marnojo 
Ol^o0(5)OO<n)1 (206116) a_|SJ(315)3(315)(5)Jo (5)0807)1^ eie1c96)janD(5)jaO(S2) 
a6m1<joo)0(3cu)ojcft.c(3 abloa7)lc06)jom(5)O6rn. ailai(363i3a3 

gra 630a£i1mjl(33 (nlamjo (.njoi^anral sl(ua7)63Bg1(38 eie^ao6m. 


Specification of Fiber optic Laryngoscope 

Handle 

• Should have LED for bright, white light with 10000 
hours of life. 

• Pluge in charging Handle type C for charging Lilon 
Battery. 

• C-type Lithium Ion rechargeable battery with more 
than 1000 charge cycles. 

• Lamp integrated into the handle with metal contacts. 

• Sturdy handles, comfortable handlings made up of 

• Chromium plated metal. 

• Simple change of batteries at the base of the 
handle should satisfy ISO 7376 stands. 

• Closed battery cover to prevent penetration of 
liquids. 

• Simple conversion to charging handle. 

Blades 

• Integrated Autoclavable Fibre Optic Blades. 

• Integrated F.O light conductor, easy to clean. 

• Stainless steel blades with refined surface. 

• Excellent visibility of vocal cords and epiglottis. 

• Long service life, autoclavable 

• Macintosh Blades size 3 & size 4. 

Tender Schedule 

1. The period for which the rates to be in firm one 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (where ever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala - non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in 
favour of the Principal, Government Medical 
College, Thiruvananthapuram. 



8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstancse. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenders and witness where ever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specification of the items is given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications conform 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/17377/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor & Plead, 
Anasesthesiology Department, Government Medical 
College Hospital, Thiruvananthapuram. Tender should be 
superscribed Tender Number and addressed 
to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—166/2013. 

Details of items—Nerve Stimulator— 2 Nos. 

Cost of tender form (inclusive of VAT) : 

Orginal—? 420. 

Duplicate—? 210. 

Last date and time of sale of tender form—7-10-2013, 
3. p. m. 

Last date and time of receipt of tender form— 
8-10-2013, 2.30 p. m. 


Opening date and time of tender—8-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient Postage Charges 
(? 50) is sent by way of Money Order in favour of the 
Principal, Govt. Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 27-9-2013. No other forms of 
remittance will be accepted. 

(mlffljdjcnamrujfflo 6)2 ku)1c 96X58 cs<ft>0(8gs3 rai^c/DjnJiOTilocetoej 
raracnanjecrocsnii^ogssl anln_joc3§jff)aa^1(sej<s2)c9S) 

«r>06)(p ojo®)jcm odou)0)63bc/ 3 ail(W06mo ffl^^jcmKhlab 2)j(3 
6)ajij <3«S<i£jo<TU3cft>c/3 cfti(6TTn^|jS)ca>oggj(mj. S(3^ejocrujca>u3 
3(3<^ejotTu cnorn <soo sj caqsl cnlaadcm (5)1(2) (ml tsaj ajaru 
(.nJlaaaruliTjoaa, oacuilcBoraS csca>o(Bge3, (m1ffljcu(T)amruj0o-695 on 
n<j)orr) ailejocruormlraS n®(5i5)1^1(3l(8cfl6>6ii3(5)06ii). 

i3c3<i£jO(ru cncnj(3— 166 / 2013 . 

aruoeDOD63Bgj0s Cnj®—6)ax3di cn51ajGejg(3 —2 txJ)6nio. 

3(3«ei001) CBa£)0O(515)l6)0ij Clilej : 

(fflOODRSS ? 420. 

cru 

(/0(31nJdl>(3ry-^ 210. 

i3(3^£joam (Saoooo (ulraSteffljor) oibojodoo) OTflcmariloffijo 
auacraajjo— 7 - 10 - 2013 , 3 2)6ii)1. 

B(3™£J001) (8a£lOOo ODllcftffllcSfflJOr) (313CUODOO) ®)lcQ)85)la3)Jo 
(1D2K2XUJO-8-10-2013, 2.30 21611)1. 

3(3<^£J001) ffiaDOOo (S^O^OT) 85)l(S))«5)1(!C!)Jo ODfflCQXUJo- 

8-10-2013, 3 21611)1. 

[3(3a£joonj (StiD0O63T3a3 (5)rU0£jl(53 (8<U6nSaj(3 (313(2)<fl6>;j01)(5)1 
a)JG(U6n§ (WJcft. (? 5 o) (313U)1<ft>2)OOQ>1 (313CD)OffiCB<06)603(5)0611). 

3(3‘i£1001)' C aD 0 O (313)16) (111 £1 63 0 a£) 1 01)1 (53 (8O)(3l(B§0 

2i6m1(B(r!)0^ajDO0(B(r!)0 aruj°lcft.®lc96)joi)«5)06rn. raraejoexfncoijgg n^eio 
raraeoJcftaicOjgjo u)1(3ud1c96)20t>(5)0 6ii). (Snnooeroisioeisonjo 
2)2l.3nJL«5)6313(8gO 2)CBg6)(5ml£J2o GCU)Oc9i4>26)2)r$2<ft>C8<30 (313CQ)c86)J(U003 
(313)(UOD^6)iT ; ]§J6)cai06nejgg(3)Jo (82K53cul£JOODo (U^ <MS) 21 eio 
(515) (5) J 2)0 00) 2)611)1 (8 (2)0(3 (U) OJ ca>o3 0)1 ffl 01)1 c96)J 01) (3)0 61T) . 
2)6TOl(8(2)0(3(U)O2ca>C/3 OJIPl C8 ci£) 0O63B«3 (513)01031.6) njS16)<ai06ng)99 
(313 G nJ cft&l eft. o3 g)0 63 0 on 1 01)1 (53 27 -9-2013-0) 21J01J 

cft/l §1(2)1 (31 c06)6T1)o. (5)021 01)1 cft/l §Jd1) 2)611)1 (8 (2)0(3 CU) OJ <ft>o3 
0)1(3 ODl C06)J 01) (5)0 611) . 3(3^£J001) (SciDOOo 6)6)cft>210 0003 

nJ0Slei0(5I5)(5)Jo 630lcS6)(O3 (313S^J (Sljcfti (5)1ffl1^|2 <ft,1§J01)(5)J2iej. 
(5)02 iod1^|j ts/lgjoi) 3(3^ejooi)2ca>a3 (2)06)(5)0fflj <ft>0(36n)aia30£j;jo 
ODllcft) ffll C06)J 01) (5) ej. cftqSJOJKSS 011(11(3631303 ®I5)1 

3lciJOD63i3g1(53 gra fflOaDloi)1(53 ooloiDjo eig^oern. 

Specification for Nerve Stimulator 

• Should be sutiable to identify peripheral nerves and 
giving percutaneous stimulation in neuro muscular 
block. 

• Should have a percutaneous bipolar stimulating 
handle for localization of nerves without puncturing 
the nerve which should be autoclavable. 

• Should offer various stimulation patterns like TOF, 
DBS, Should offer Tetanus Twitch with 50/100Hz 


• Should have selectable stimulation intensity ranging 
from 0-60 mA in steps 0.1mA and stimulation 
impulse width from 0.1ms, 0.3ms, 0.5ms and 1.0ms. 

• Should have a setup switch. 

• Should continuously measure & display actual 
current passing through the patient and selected 
current. 

• Should have pause function to interrupt stimulation 
without delivering impulses test function. 

• Should automatically switch off with a acoustic 
warning if not operated over a period of 20 mins. 

• Should have LCD display for stimulation current, 
impulse pattern, pulse width, impulse amplitude. 

• Should have analog and digital display of selected 
current and actual current. 

• Should have membrane touch pads for choosing 
stimulation function. 

• Should be small (pocket size) & light weight. 

Should be supplied complete with 

• Adapter with extension cable. 

• Percutaneous Bipolar Stimulating Handle 

• Switch Box for switching between invasive and 
percutaneous nerve stimulations 

• Plexus Cannula with Thin polymer insulation 
coating (Teflon coating not desirable) 22G, 24G, 
25G—10 Nos. each 

• 9 volt rechargeable battery with charger. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as 
possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-no-Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposit (One Percentage) of 
the total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Government Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
supescription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 
for selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenders & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items is given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representative 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/17378/2013/MCT. 29th August 2013. 

Sealed competitive tenders in the prescribed 
performa are invited for the purchase of the following 
items required for the Professor and Head, 
Anaesthesiology Department, Government Medical College 
Hospital, Thiruvananthapuram. Tenders should be 
subscribed Tender Number and addressed to the Principal, 
Government Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on 
working hours till 3.30 p. m. 

Tender No.—167/2013. 

Details of items—CPR/Defibrillator Manikin. 

Quantity—1 No. 

Cost of tender form (inclusive of VAT): 

Original—? 420. 

Duplicate—? 210. 



Last date and time for sale of tender form—7-10-2013, 
3 p. m. 

Last date and time of receipt of tender form— 
8-10-2013, 2.30 p. m. 

Date and time of opening of tender— 
8-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of 
the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 27-9-2013. 
No other form of remittance will be accepted. 

R»1aj(ucnamnjjfflo s> a cud css) GcBjoeg sflfflei 

rardcnonjecfrKBrfli^ogsl an1<^od5§®iaagl(sejc!ci)<es> rarejoiu^fflo®) cmo6w 
njocffijam rruo cjd cn63 bu 3 (u1«nffl6mo OiiQgorrcS 
ajggcuolroS mlcmjo B(3 a eio<Tuj<ft>c/3 <&&16TT)1^J2 

6)<ft>099)CrTO. 

3(3<^ejocru mauc3— 167 / 2013 . 

gnJcft>fflSTD(!5Tt5)ls)a^ Gnjra—anil. oil. <^(3./an1aolLsnjl(S£jgc3 
asnDicefflIaS. 

<3«S<i£jocn) eooooRsrrolfflag oiler 
rareawS—? 420 . 

cru 

u8®1o_|ca>(3oj—? 210 . 

GcJo^jocru Gonooo ailKsScBOjanD raraajcruom cmlcQHwlcnjjo 

CTTHZKraOJJo-7-10-2013, 3 2)61771. 

G^oejocru Conooo cn)j“l<ft,ffl1c0S)jonD cmaairruorr) raytooitojo 
cruiZKmajjo— 8 - 10 - 2013 , 2.30 asml. 

G^oejoCTU OT1JO cSfflJCTT) CtD 1® «»1 W J o CTUfflOffiOJJo— 
8-10-2013, 3 ffl6TT>1. 

3(3<^ejocru Qonooo cailffljnjcncTOojjfflo ®aajDl<ss)ra3 G<ft>0Ggs3 
(.oila3cnjlo_|0g1fflci^ eoaelcrvM rolanjo c^-iojcacarml 3lajcru63T3g1ra3 
6)®ajca>jecmfflo 3.30 octoI ai6xo eie^aosm. ®)oJoks 8 mo(3coo 
<3c3o£jocru (SaCiooo rarajajaa^ffljggtu^ Gonoorarailsiog ailejcscQiofiisoojo 
? so {fflraailcOjo eoj(3«5T® (rainJoraS oJ0(3s) casrnl<s(XJ)0(3ojL)OOQa)l 

LoJlaScnilojocd, offlcuilcesiraS e<ft>0Ggs3, ®)lfflj<u(naroojjrao-ii ag)cm 

(ulejoarucsrcolKsS rare GcJcS^IcscK) 6ns «no6rn. msrolecQJOcBanojt&ioS 

27-9-2013, 3 2)6TT>1c9S) 2^031003)1 6DD 630o£llaDlK53 eiel^jlralcsasmo. 
caioJoraS mo(3a)o rarajajc/aiffln-isjcroaiaS asmlcsoao^cu)^ mjsuoamlfflo 
2)01.(0782) oJSTDo C3T3OQ)<li)c0fflOa3 oJOSJggJ. eoDOOQraiOTOfflSOoJo 
2i2(.ranJl®)63racgo 2)eg6Ka3®>1eqo 8cu)Oc&> i ^6)2)(i3 l }<&>8go 
(3Tdtn)officSS)jajoa8 rareioicmfflnjsifflcftiOsrTgiggraiio earoSailejooucujo 
G^<^eioonj arxmrajo ai^<s«r>2ioo3)1 efflsusiojsjrarmociroKrojo coxMcruVj 
ejeltesijanDcmjfflooQ) 2)6rnl80ffioc3ajDO2ca>u8 mlracrulcwijororaiosrn. 

c&qSJOHOS Oil OJ (0 6313 C/5 g303 63 0 aO 101)1 (33 OOlODJo (.nJQJ^COIOll 
3l(UOD63rag1ra3 eie^mosrn. 


Specifications 

CPR/Defibrillation Training Manildn 

1. The Manikin should function with manual 
semiautomatic and automatic defibrillators. 

2. Should have complete CPR capabilities. 

3. The arrhythmia/pacing simulator recreates more than 
15 adult heart rhythms and more than 15 Pediatric 
rhythms. 

4. Should have complete load box, arrhythmia simulator 
box, CPR Adam Manikin with defibrillators skin. 

5. Should have disposable Lung, Airway Systems, 
Mouth and Nosepieces, appropriate adaptors and a 
soft carry case. 

Tender Schedule 

1. The period for which the rates to be in firm 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessery) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits One Percentage of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 


13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification conforms 
to the requirement in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working hours. 

Govt. Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER NOTICE 

No. Sl-7495/2013. 20th August 2013. 

Sealed tenders in the prescribed forms are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 

Item—Blood Collection Materials [PB K3 EDTA 
(2 ml) Non Vaccum Tube, PB Clot Activactor (5ml) Non 
Vaccum Tube etc.] 

Superscription Tender Number should be specifically 
noted—Sl-7495/13. 

Tender cost—? 4,72,000. 

E. M. D.—1%. 

Price of tender (in duplicate) ST Cash only/Money 
Order —? 1,081. 

Date and time of close of sale of tender forms— 
5-10-2013, 3 p. m 

Date and time for receipt of tender forms— 
7-10-2013, 5 p. m 

Date and time for opening of tender—8-10-2013, 
12 Noon. 

Date upto which rates are to be firm—31-12-2013. 

Address of officer from whom tender forms are to 
be obtained and whom tenders are to be sent— 
The Superintendent, Medical College Hospital, Calicut. 

QcajOlpICScflSlOS 6)2l(U)lc9S)(33 GiftOCBgK! C3T3)C/DJnJL®nt!Q)lcSejc0S) 
«no6)s> njomjjarxu orusifflnj 6)^<^j(roOT>1<f> rokmjltro eonoorarmlraS 
crCIraS ff>S6neoj(ft><A cMTsmTqifflcftoaaiani. 

6)S6TB(3 00011(3-o®anjl/7495/2013. 

goaoajlcijoo—6mcu) <ft>§<ferflda3 oaglffltooS [PB K3 EDTA 
(2ml) eai06n3 aiOcajo s^6nj PB Clot (3i3)c£b ole modi (5ml) 
ucnosnS qjoc&>jo s^stu ajanejoaiai]. 


rarasaroS (OTjcft)—? 4 , 72 , 000 . 

aolorailQOJio—1%. 

0ssns(3 GnOoorarOTlfflai) ailei (soc&aruscofflo)—? i,osi. 
61S6TTg(3 SnOOOo (111(53d3S) JOT> (3130101)000 (Slid!) «5)1(!Q)Jo 

aruacffiojjo—5-10-2013, 3 msnol. 

6)S6rr§(3 ca>1(B§6ng rarsajODoao railed) (Dilcoijo auadsaijo— 

7-10-2013, 5 2)617)1. 

£>S6n§(3 fflnJOglcBfflJOTO 8S)1d»«5)1d»Jo OUaCQKllJo-8-10-2013, 

12 12 6ml. 

6)S6neolra3 njoaajcm o)1o<es)jtft)a3 L^oscn&Ji«3T3)leil(al(Sc9S)6TB 
(313(1101)00) «5)lcQ>(3)l-31-12-2013. 

6)S6T1S(3 (StiDOOo ca.1§J(m«5)10)Jo nJJOlojl^j (313CQ)CQ)(Sc9S)6ne 

(mjaocffi (ulejoouo—oi)j(.f>-isne, e> aonlcoora3 e&oega 
{313)03JnJL(3)1, QcOjOlpIcSceSlOS. 

Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICE 

No. S1-3510/2013/IMCH. 19th August 2013. 

Sealed tenders are invited for supply of HBs Ag 
Card items (17000 Nos.) in IMCH Medical College, 
Kozhikode-8. List of item can be had from the office of 
undersigned during office hours on any working days. 
Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
and should be addressed to the Superintendent, IMCH, 
Medical College, Calicut-8 Kerala. Tender must be 
submitted in sealed cover. Tender will be opened on 
5-10-2013 at 11 a.m. in the presence of such of the 
tenderers or their authorized persons who may be present 
at that time. Late tenders will not be accepted. 

Approximate cost—? 1,87,000 
Cost of tender forms (including Tax): 

Original —t 420. 

Duplicate—? 210. 

If sent by post, postage charge—? 50. 

Closing date and time of sale tender forms— 

3- 10-2013, 3 p. m. 

Last date and time of receipt of tender forms— 

4- 10-2013, 5 p. m. 

Date up to which rates are to be firm—30-6-2014. 

Specification—Enclose sample along with tender. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 


Application for tender forms should be accompanied 
by the cash remittance as noted above for a set of tender 
forms in which will not be refunded on any 
circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Cheques, 
postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 

Further details can be had from the office of the 
undersigned during office hours on any working day. The 
undersigned has the right to postpone/cancel the tender 
without further notice. 

Gcssios ff)ta ojdTc0S>co 3 Gc&OGges oalcraj 

aruofflcMd6ro eoa>(.cT3R5rm1(sei<flQ carejaias^moo snil. o£)aru. 

n®83l ca.oc8ojb (17000 n<j)6rno) ailraxosroo flnJcg^cmffiTlQeices) 
mlcmular) csnnoofljrmlcaS ajiraaiij fflssnsojc&c/S cMdsrol^jfflc&oggjomj. 
<3c3n£io<Tu (grascMo ffluj^jcnD cft)(Uolmji2jcft)glro3 (3(3<^eiooru cnonicS 

CBCCO 6TT3CCD20 <TUJ(.nJ6rT3 , fflOCTO 1, (itfl ODJ(TOo ffl cMd6TD(8<ft>(03O, 
Gcft>os>1ec8S)os-8, e<ft>fflgo a®cm aileiocruffliwIasS cmami^prale^sne 
(mjao6rn. 3(3<^eiorrujc93a3 (sroenjooa nD083raotn)1§jgg ra(3<^eiocnj 
CTua(3n_|1iyaifflj6)se<r»o raroaitS jUifflgnaianjs^otmlcmls^ss 
n® so aj 0seco)o rruocml atmlraS 5-10-2013-00 
rayto®)! aotiilaej 11 mffrilcsffl «DjOc9S)janD(roo6rn. aamcedcealgjarn 
3(3aeioamicft)<A njaltosmlteaiarKwei. 

o o (5\) 

odi^eiocrn cruadlnjl < 0 ®;; <uoa8 raioraSaj a^ aj gg ok 3 
aoQ). o^)o. crul. 0 ®^. 630tiDlcrulra8 raroenJcMdlcesijcronJc&iSJo 
c3T3)Qk/o^(2io co) (3(3<i£io<Ti> CciO0O63r3a3 ( 3 ) 06)9 a<ft,osjraroila 1 c 0 ajcm 
(.njtfeoao rarosnjoraS eiel & 6 >] cm«no6rn. atS'^eiocru 

G 00006313(73 fflfflcfcBOOo 67nJCg>Oa3 nJOSJggffliej. 6)nl<a6)l<8>(ji, 
GnJOGCTUK! (TUOmj, ICUMtUJO o£)(mlQl (3c3™£JO<TO (! aA 00(313)16) ($ 

culeidDOol cruiltft, al <ss)j cm o) ei. acS^eiocru daoooo 

Ojl.njl.ajl. (310)02)1 OTOOQJlMcefflJCmKne]. 

raiosaaS ®ijca>—^ i,87,ooo. 

cn1ara)L30j^o—i %. 

G^neiocru (Snoooraiailacig oilej (cnltS^Rnl crunolraio):— 

630lS3l<X)(33-? 420. 

(U)nnJlec9S)b—? 210. 

•De (SO O 

G^nejoanj Qnoooo oilaStSSifflnjsjcm raiooicroom (Oitoratojo 
cruaccDOjjo—3-10-2013, 3 126ml. 

<3(8<i£i3cn) cruilcO)alceajaD raioaicruocn ®ilcn>coilojo 
cruacffioijo—4-10-2013, 5 axsrril. 

ratSoeiocru cnlotsa L^osnjei^areileilalcscefflsnB aitoail— 
30-6-2014. 


c&jsjairaS oi1oia63ra(73 (.n-ifuicoisilfnna co>otieo g>o 
fBOnolcrulaS raroecninadlnjoraS raiaoloDOOjjcmcsiosm. assne(3 
cnsnJs1ta>(A mjcmolmilnjleioffl©) cnlglonateajanDailGcno 
cnlcSoKnlojcffitSSijcmoilcBcno ggg rare col <&>offlo cn)j(.nJ6re1a3 
oblcMjlnjaifflosm. 

Institute of Maternal and Child Health, 

Government Medical College, (Sd.) 

Kozhikode. Superintendent. 


TENDER EXTENSION NOTICE 
No. S4/9675/2013/MCC. 31st August 2013. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of Renal Biopsy Gun-50 to the department 
of Medicine, Government Medical College, Kozhikode. 

Superscription—Tender No. S4/9675/2013/MCC for 
the Supply of Renal Biopsy Gun to the department of 
Medicine. 

Estimated Cost—? 1,00,000. 

Cost of tender form : 

Original—? 416. 

By post—? 456. 

Last date of sale of tender form by post— 
26-9-2013. 

Last date and time of sale of tender form—30-9-2013, 

3.30 p. m. 

Due date and time for receipt of tender—1-10-2013, 
11 a. m. 

Date and time of opening of tender—1-10-2013, 

11.30 a. m. 

Date up to which the rates are to be firm— 
31-3-2014. 

Person to be addressed for buying and submitting 
tender form—Principal, Government Medical College, 
Kozhikode, Kerala, India, Pin-673 008. 

Tender forms and details of tender can be had from 
the Office of the Principal, Government Medical College, 
Kozhikode during working hours (Phone-0495 2350212). 
Tender should be superscribed with Tender Number as 
specified above. The tender should be submitted along 
with an agreement signed and executed in Kerala Stamp 
Paper worth ? 100 and Earnest Money Deposit @ 1% of 
the quoted price. Stamp Paper will be supplied to the Finn 
outside Kerala, on request along with remittance of ? 150 
(? 100 towards the cost of stamp paper and ? 50 as 



incidental charge) by Money Order in favour of 
Principal, Government Medical College, Kozhikode. 
Specimen copy of the agreement is annexed with the 
tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, Loading, Unloading, Erection and Commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money 
Deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice. 
Tender form is not transferable. Cheque, Draft, Postage 
Stamps etc. will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. 

The tenders will be opened as detailed 
above. Belated tenders will not be accepted. 

Special Conditions 

1. The brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his own 
cost, if requested. 

3. Warranty—Minimum 2 years. 

4. AMC and CAMC—Minimum 5 years. AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

Gtft.O!Plec0S)OS 6112CUll G(ft>0GgSSl6>£J 6)2CU)100)1od 

cu1eoaK!3T!5)1eejc9S) olonrad 6niGc®OnJODl a)6nd-50 ail(3)®6mo 
6>iUcg3(m«n1(8£jc9S) o) 1 (d 2 aora)Ocft 6 )g 1 rado)lGoo)o rareairajeis 
rare o a) 1 eft, 30 ) aflra) ® 6n)c96) oral rad cnl good o 231 . 301 ^ 1 ( 3)30 
2m)fflou>1nMo1(mcu320<i3) [3c3nejo<TU3ca>c/8 e9i3d6rriliqi6)cfti039)<m). 

G26>£Jtf>3C5T®-[3«S‘‘>£I0<TU ODODcd a®(TU. 4/9675/l3/o(j)o0n)l0n)l 

6)2cu)1 onlod culeoaHarmleejcftS) olenrad 6nKKr»0rJcru1 a) sr& 
ail®) 06 mo 6)ioc^3<rr>«5)ksejcS6) 

(3TdS8ft>K53 CWJcft.—? 1 , 00 , 000 . 

cnlaraitqa^o— 1 %. 

ocd^eiooi) Ga£ioorai5)l6)c$ oilei—? 416. 

oc3'^eiocn)' Gn£ioo63Bad (3)nJorad aisd ail rad ( 06 ) 300 ) 
rareaionocn raytorafl— 26 - 9 - 2013 . 

Gtdcieiocru Gci£0O63B«d go)® 1§ oflrad^joo) rareaionocn 
cmlcmcmlcmjo cn) 2 <D)(U 3 o— 30 - 9 - 2013 , 3.30 26 ml. 

ocd^ejoarojoaic/d onil (ft, ®1 ( 06)3000 rarecncinoo) raflasraflcffljo 


01)292)0130-1-10-2013 fflOOll 6 >£! 11 26TT)1. 

3cd<i£iocn)3cft,c/d ( 3 ) 30 ( 06)300 cmlaDcmloajo 00 ) 202)0130 — 
1-10-2013 ®0ail6)£l 11.30 26ml. 

racd<^eioon) Go/)0063Bad eieldse^onraflcnjo anacdojlcseijcm 
cml 003 23 gg g 2 cad ail ej ocruo—(.rulodonln.joad, o)ai6iod6)aoi^ 

6)2(U)1dft6)(0d Gcft>0Gg88, G(ft>O<plG(06)OS-8. 

3(d<^eiOOO) GaDOOOlJo alias 30o 03 63T3g3o 6)2 01)1 C06)rad 
Gcft>OGgSS (313) a£) 1 00)1 rad (.rUOlcd (313)1 00 ) 2 (S2)(313) £13320610) 

(GaCO6I0d: 0495 2350212). ? 100-6)0^ Gcft>®g 2 J (3 nJ (.(3X313)1 (3d 
orilaoil®) 2ora)3,ta>cD)l£i3gg cn)22ra)oJt.®)ai3o aioo)3rai3) raij(ft>cr»36)s 
1 % cnlraraiijoa^Grareiosjocaqsl 23ca.g1rad cnradca>1 coil®1 166 ) 3 cm 
G2oei s>3 rarmj 20d»1 3(d<^£iooo) cru2(8njl 6103 raio 610 . 

cruoooiQocnrarmlor) ojjorarmjgg ooinonJcn63Badc96) 23 (. 3 oJ(.( 5 )o 
£ie1cS6)3cmra)1oD ? 150 26i3)lGcn)0(d(u)cd cruaolraio (njlodonlojoad, 
G(ft>0(PlGc96)0S 6)2CU)1c06)rad GdftiOGgSi!, Gcft>0S>1 Gc06)OS-8 n(j)a3) 
aileio oo)rarmlrad raraGnj cM/I GcS 6 ) 6 ns tmo 6 m. oil® as)(.3 013 , 

0O)22CmnJL(®rai3)l6)C$ 20®)^cft> 3(d<^£1000) Ga£OOC3t3)1rad (3130036TU001) 
20(0)1 Giij(drai3)1§36ns. 

ailei 6003 ) 30 $ ®2nJ9Qilrad G® 6 )j 6 )<^S 3 rarm 1 c!C» 1 (alGcS 6 ) 6 risra) 06 m. 
0Dlcft,3ra)1<ft.gjo 2030 6 )aiGqj 6 )o oj®02(dcralG<e6)6n§ra)06m. cft>srai3>, 
^adrfldioadoo), cftjoglodft®, oo>(03)uuo2(.o)1(ft>(/d cmc 0 oil <sq rad, 
ca> 22 lo 3 dad a®om 1 e> £ 1013 eft.ad scdrieioonjdft.oraod omcnio 
aioalGc96)6nera)06m. raijdft. enradoft^emra) gxra^od ajojtnfeioajflolae^o. 

6)6)ai<ej1 £ie1c96)3omra)3o 2®)1 qd)ooo) cnlraraxpa^o, 00)22ra)oJL«5)o, 
203 3(d<^eioon) 013 , 010010 eft,ad o<j)om1ai oJ 0 £i 1 c 96 ) 0 rai 3 )( 3 ) 320 Q 3 ) 
3 cdo£iooo) 3 cft,ad 216)0003 raradlcrslnjjo (ft,jso 6 )ra) ra) 6 )oo) cblooute^ 
cmra)06m. 3(d<^eiocn) Gaoooo 6 ) 6 )ca, 2 ogo 6 )nJcg>oad njosiasram 
3cd<^£ioon) Gonooraro)l 6 )ad ail£icn)ocn)1 26TT)lGcmo(dcu)cd 65<pl6)c&> 
26)oocm3o oo)i1<ft,o1t96)3cmra)£i. atd^eioon Gci£oorai 3 )l 6 >od 

00 o 6V) O 

(u)UnjlG<s 6)6 oilei cnradcal oj06330OJ3cmra)06rn. ocdoeiooindft.od 

6V> O O o 

23 ca.g 1 rad <m3MI(jj1i2 2 |1ra1c96)3aT)ra)3LoJcaiOOo 3cd<^£iooo)3tai006)adGc]Q)o 

(313o0)1 eft,3,(3) i.oJ(3)1 ml 0)1 (S 2 ) 36 )SGCQ )0 00)003)1(31)3(313)1 rad 

(3)30c96)3omra)06m. 

CDl 6 iuooD ci)cft,ad 

1 . ml cd 22 0(3)0 oil rad oolor^gg 6 ) 6 )ca>nJ 300 )ra)ca,o (raioirai) 

3(d<^£10m)l6)0)0n_|o 00)2(drijlG<fl6)6n§(3)06rt). 

2. (313)01 (®3 6) <T_| S 3 ODnJcftftdo 3 (d<^£J0 01) J eft.0 ffl (id 00)J03)o 
6)iJ£JOl1rad 00)00)0) 00)0 2 (.0)1 (ft. (A aJ®lGCra0Cl)O)(r»c96) 
(nlGci)<D)2OGc06)6nera)O6if>. 

3. OJ0O6n§1 £U3®363Bl(S2)(3) 2 OJCdnSdo. 

4. OJOtdrfldlcft. C3raOcft.)OnJ6m1/0O)2(.a) oiocdrfldlcft, (3130cft>30nJ6n)1 

(njj 03 63b 1 <r»(3) 5 oicdnsio) oil®(S 6 ) 3 .ft.ad raoiGqjso 

0D3Ml(T_|1^|1alGc96)6rBra)06rr). rare; 01033 ® 2 »>1 rad tt^otDOi 

01)02 (.0)1 (ft. g3®S 6 )(3)® 6)61313) SJ ri_|1 OO 0)1 ® ( 66)3 (ft,od 

ro®1o)6ml(66)300)(5)06rn. 

5 . ajod^cd (5)3<e> cnradeaDjcmraiej. 

Office of the Government 

Medical College, (Sd.) 

Kozhikode-8. Principal. 



TENDER EXTENSION NOTICE 
No. S3-1515/2013/IMCH. 5th September 2013. 

Sealed tenders are invited from manufacturer or 
authorised dealers for supply of Bill form (Computer 
Billing forms) 300000 Nos. in IMCH Medical College, 
Calicut-8. List of item can be had from the office of 
undersigned during office hours on any working days. 
Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
should be addressed to the Superintendent, IMCH, 
Medical College, Calicut-8, Kerala. Tender must be 
submitted in sealed cover. Tender will be opened on 
3-10-2013 at 2 p.m. in the presence of such of the 
tenderers or their authorized persons who may be present 
at that time. Late tenders will not be accepted. 

Approximate cost—? 1,50,000. 

Cost of tender forms (including Tax): 

Original—? 420. 

If sent by post, postage charge—? 50. 

Closing date and time of tender forms—30-9-2013, 
3 p. m. 

Last date and time of receipt of tender forms— 
1-10-2013, 5 p. m. 

Date upto which rates are to be firm—30-9-2014. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted above for a set of tender 
forms in which will not be refunded on any 
circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Cheques, 
postage stamp, draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPR Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for and agreement in Kerala Government 
Stamp Paper worth ? 100. The tenders not accompanied 
by sufficient EMD and agreement will not be entertained. 

Further details can be had from the office of the 
undersigned during office hours on any working day. 

(ScftiOipl G<mos 6 ) 2101)1 (S6>ra8 e<ft>ocsg83 2io«5)^aa1 osj 
cruoOcMism Oca)(.cra«5Tt5)1(sei<flfi) rare) 0108 ^ 210 w 6m1ra3 e<iDOo 
(c83onJ^2§(3 6m1ei1oa) encoo) 3 mc&ajo n®6mo <u1ra)®6roo 
6)aj<sjj cm rail Geic96)' mlcmilcm cs no 0 o roiml ra3 2 q(.ram^j 
6)S6n50j<ft>c/3 dMd6mTq]6)cfe039icnT. BRS^eiocri) raraso06)o6)njog>2cm 
<ft><uo1(T>32i2<ft>g1ra3 3c3‘i£iocTi) cncmc3 a^ipjcsrarsnsraijo cn)](nJ6ne, 


2)0®)^a8laajcn)offlca>3d6m Gcft(a3o, G<ft>o‘plGc96)os-8, csc&ogo n^crn 

oilmocmraimlraS rare<n)^|1ffl1CcS6)6rBra)j2i06rn. < 3 c 3 ‘‘>eiocn) 2 <ft>a 3 croo 6 )tf> 
QnjdSarm 1 s )99 (roloaxrolcftglejjo crr^ooiraTOTjo rareonjouS noossoooon 
S 199 B^'^eiocru cri)2iciSnjlnjaj®26)s<ioQ)o rareoiai njj 2 Kmej 6 )n_|sjraTro 1 

CD)1§jgg n®SO^J2)Offlj6)Se(ffiO (TUOCTDl riLH,raim18)8 3-10-2013-0O 
ra)1<S2)®)1 gnJ0Q>c86) 2 2)6m1c06) «5)JOc96)jaT)«5)06nb. 6)6)OJ<ft>1 cftn§jcm 
(3(3aeiocn))ca>a5 njolioemlteencmcmm. 

o o (jo 

r3c8^eioaru m)2K3o_|1 <e6)j aiocrci tmoraSaj 2 ij gg ojc 3 
6>n®. o 4 j)o. crul. a®Tj. 630cio1crulra3 rareenjcaadlcerajcmnjcftaio 
rare)(uc®^ 2 io(!C!) ra(3<^eiocru Gnnoo63i3u3 (S)OS)9 6)oa>osjroK5)1a1cS6)jar) 
(.nJtSiOfflo cmjeft rares^joraS eielcerajcm«no6rn . oc3^eiocn) 

Gn£)0O63r3o3 6)6 )c9j2)OOo 6)nJ0g>OO3 nJOSJggffliej. 6)nJc06)2c9ja3, 

Gnjodcmsl arooern, Lcuxjaoo o^cmlai adS^ejocri) enoooraiwlraa^ 
culm cmoocel cruiltft, ®1 <s6)j cm cm m. acS'^eiocru csnnooo 
ajl.njl.nil. rarajooil rarecniodiesajcmcOTei. 

rarasaraS croje®.—? 1 , 50 , 000 . 

cnlfflcmtoai^o —1 %. 

G^neiocru CBnnoorarmlraa^ ailm (cnloBDjcrDl cruanlcroo): 
rarecroracS—? 420 . 

oro 

G^nejocm Gaoooo ailraStsrafflnjsjcm rareaicruocn cmlascmloo^o 
03)2100)0120-30-9-2013, 3 2)60)1. 

G^neiocm Qnaooo cn)/lca>®1 <s 6 ) 2 cm rareaicmoao cmlQOxmlcs^o 
or\) 2 ioQ>ai 2 o— 1 - 10 - 2013 , 5 2 ) 6 m 1 . 

ra(3<^ejocm cn1®<s® LoJ 0 6m m^rarml ml rale< 06)6113 croloacml— 

30-9-2014. 

oa>2 cm ca3 ai1aj®63i3a8 LoJOi2®im1cn)2i ooiratm 6 dt9 
630ao1m)1ra8 rare e cm nail njo®3 rareolooioaijcmcmoeri). 6)S6ngc3 
cnsnJslta.c/5 2)2^0100)1^1 mo6)cm cnigiffloiofficeeijcmcmiccno, 
mlcSraTmloiofficoeijcmcmlcscno ggg rarau) 1 < 0 >o®o raqinjenelraS 
Cn1d3i3d1nJCm2)06m. 

Institute of Maternal and Child Health, 

Government Medical College, (Sd.) 

Kozhikode. Superintendent. 




